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CONFIDENTIAL - 

VCFCRH 

Annox 2 


Le :end 

1 wooden direction finder shed, 2x2x2 n*ei born; 

2 steel oast, 0-10 meters high 

5 5 braced woodon masts, appr 5 - 6 motors high 


4 


5 

6 

7 

8 


5 bare wires, which oonnocted the 5 wooden naott 
stool nastj the wires joined in tho upper half c; 
3teol oast in a small woodon box and, from there, 
tho direction finder shed; 

bare wires, which interconnected tho wooden pore 
wooden fence, about 1 motor high* 
ontranco of install latjion; 
untillod terrain. 
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50X1 -HUM 



Direction*- Finder Station. Nortlieaet 

of Gotha 


DATE OF REPORT 2 October 1957 50X1 -HUM 
PLACE ACQUIRED 4 


LAST REPORT ON SUBJECT 

(Of tippUeshlt) 

ANNEXES 


1. The direction finder station, which had allegedly been 
oonstrotstad in tba fail of 19'5‘h ma located on a hill 
northeast of Gotha. The station occupied an arse, of 10x10 
Detera and was surrounded hy a l-snefcer high woclea fence. 

Inside of the fenes, 5 wooden oasts were arranged around a 
ateel mat, which was 0 to 10 metera high. Xamediately beside 
the steel oast was a prinltiw* wooden shed, apjroscimtoly 2x2x2 
J3uard personnel was quartered in an tajdarground bunker, 
direction finder station. 



on Lar., 'onaalssaor at 

direction finder station was oquipp? 

The operator, oho had hardily room enough to sit, alWdJ'S’'' 
headphones and frequently turned a knob on a eoale. He took 
notes toad r-eportedly Ireuritsuitted messages by Horse code. 


3. 


50X1 -HUM 


| | the in®ial iatiod was 

finder station which had boon in existence since 


c . direction 
1-156 and us.g 


to be 

'transferred af ter sppro:dmtely 9 naafche. 



rating other installations, they were going 

; to control 


50X1 -HUM 


the Eirfart"“B 5 .nc.erB!eben airfield, as well 
ground installations and aircraf t. , 


so radio traffic between 

50X1 -HUM 


4. 


The personnel ;,t the direction finder station was controlled 
from Erf*irt, fa-equently by a Soviet officer who was authorised 

to do mo- , 
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CQIJFIDEfTTIAL 



Annox 2 
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- 2 - 


Legend 

1 woodon diroction findor shed, 2x2x2 meters f 

2 oteel mat, G - 10 motors high 

3 5 braced woodon mat s r appr 5 * 6 motors high 

4 5 bare wires, which connooted the 5 wooden mats with the 
steel naat$ the wires joined in tho upper half of tho 
steel mast in a snail wooden box and, from thore, led to 
tho direction finder «hed; 

5 bare wires* which interconnected tho wooden polos } 

6 wooden fence, about 1 netor high; 

7 entrance of installation; 

8 unbilled terrain. 
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